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Message Text 

UNCLASSIFIED 

PAGE 01 ABU DH 01775 14092IZ 
ACTION NEA- 10 

INFO OCT-OI ISO-00 PASS-00 /OlIW 

I40926Z 060153 /13 

R 140827Z JUN 77 
FM AMEMBASSY ABU DHABI 
TO SECSTATE WASHDC 6227 

UNCLAS ABU DHABI 1775 

E.O. 11652: N/A 
TAGS: CASC 

SUBJ: DIRECT RELAY CABLE 

TO: COMMANDING GENERAL, US ARMY ENGINEER SCHOOL, 

FT BELVOIR VA 
ATT: ADMIN DIV SEC 

SUBJ: LTR. ORDERS S-05-5509, DTD 6MAY77 
FROM: EUBANKS, JAMES C., CPT, NO 09-704973, USAR 

LIAM ORDERED TO AT BY SUBJ ORDERS EOR PERIOD 
OF 12 DAYS, TO START ON 6 JUN 197. 

2. DUE TO CIV OCCUPATION, I WAS ORDERED TO ABU DHABI, 

UAE IN APRIL ON SHORT NOTICE. 

3. ANTICIPATED ETO, UAE, 11JULY77. 

4. PLEASE REVOKE SUBJECT ORDERS AND RECUT FOR 
SECOND WEEK IN JULY, OR I WILL CONTACT YOUR OFEICE 
BY PHONE UPON MY RETURN. 

5. 1 CAN BE CONTACTED DIRECTLY IN ABU DHABI THORUGH 

CIV TELEX NO AH2551, HARBERT, HOWARD CO 

JC EUBANKS 

CPT, QMC 

USAR 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ABU DH 01775 140921Z 


AMERICAN EMBASSY 
ABU DHABI U.A.E. 

DICKMAN 

NOTE BY OC/T: PASSED ABOVE ADDEE. 
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UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 14-Jun-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977ABUDH01775 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D77021 1-0860 

Format: TEL 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770661/aaaacbfy.tel 

Line Count: 61 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: fdb0c97d-c288-dd1 1 -92da-001 cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 22-Oct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2168907 
Secure: OPEN 
Status: NATIVE 

Subject: DIRECT RELAY CABLE TO: COMMANDING GENERAL, US ARMY ENGINEER SCHOOL, FT BELVOIR VA 
TAGS: CASC, TC 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/fdb0c97d-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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